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Inspection Report 


HQI 1 Will □ AlMIUsAI PARK INC 

Cuslomer ID: 9275 


CertiFicale: 56-0-0115 


Site: 001 


HOI 1 Will n AiMWiAl PARK INC 

£325 HAMPTON RD 

Type- ROUTINE INSPECTION 

WELLFORD, SC £9G35 

Dale: £2 July £013 


Np rton-compliant items idenliSied during this inspection This is a partial inspection tor items klenlilied on she 
Iasi ir sued an. 

Exit interview concluded wilh facility representative. 


LISA MACELDERRY, D V M 


LISA K MACEIPERRY. D V M USDA, APHIS. Animal Care 
Title: VETERINARY MEDICAL OFFICER jnspectpr 1Q55 
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Dete: 

22 July SOI 3 


Date: 

2S July SOI 3 


Ilisp H ctioli Rep mil Explanation: http : / /ww. aphis .US da. go V/ aninaaljiirelf ate / doucnlo ads /IR^Explaliatioli.p df 






